To: AO OPA Daily Wrap[AO_OPA_Daily_Wrap@epa.gov] 

From: Jones, Enesta 

Sent: Wed 2/10/2016 10:33:50 PM 

Subject: OMR Daily Wrap: 2/1 0/2016 


Nonresponsive 


4004611 


ED 000858 00000130-00001 



Nonresponsive 


Gold King Mine 

AP [Received 2/1]- CLOSED 2/10 - Sent approved comments on NM Sec. Flynn's testimony today. 
Durango Herald [Received 2/10] - OPEN - Risks to cattle from GKM spill, due to copper. DDL COB Fri. 


4004611 


ED 000858 00000130-00002 



Nonresponsive 


4004611 


ED 000858 00000130-00003 




Nonresponsive 


4004611 


ED 000858 00000130-00004 




Nonresponsive 


4004611 


ED 000858 00000130-00005 




Nonresponsive 


4004611 


ED 000858 00000130-00006 




